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Message Text 



UNCLASSIFIED 

PAGE 01 MANILA 05627 140431Z 
13 

ACTION ST-01 

INFO OCT-01 EA-07 ISO-OO FBO-01 PASS-00 /010W 

007943 

R 140353Z MAY 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 3433 
INFO USDA S 

UNCLAS MANILA 5627 

DEPARTMENT PASS TO: GRAYBAR ELECTRIC ATTN: MR. BOECHLER 
5925 BLAIR ROAD, N.W. 

WASHINGTON, D.C. 

INFO: DEPT FBO 

E.O. 11652: N/A 
TAGS: ABLD, RP 

SUBJ: ABLD: ELECTRICAL ITEMS FOR CHANCERY COMPOUND 
REF: DEPTEL 031171 

1. THIS CONSTITUTES FIRM ORDER FOR TWO 400 AMP 15 KV TYPE RAD 

G&W SWITCHES AND 2000 FOOT SINGLE CONDUCTOR, 15 KV, XLPE, SHIELDED 
UNDERGROUND CABLE FOR DOLLARS 3800 FOB SAN FRANCISCO. CONTACT U.S. 
DESPATCH AGENT SAN FRANCISCO TEL. 415-556-6460 FOR SHIPPING INSTRUC- 
TIONS. PER YOUR OFFER TO DEPARTMENT OF STATE FBO, PURCHASE 
ORDER NO. 4314-401097 BEING FORWARDED CITING ITEM COST $3800; 

EXPORT PACKING AND OCEAN FREIGHT $700. FISCAL DATA: 19X0535 XJ-4314 
OBLIG.43 14-401097. 

2. PLEASE ACKNOWLEDGE TELEGRAPHICALLY ACCEPTANCE OF ORDER AND 
ESTIMATED SHIPPING DATE. ITEMS URGENTLY REQUIRED BY EMBASSY. 

FOR FBO ONLY 



WOULD APPRECIATE FOLLOW UP ON THIS ORDER AS GRAYBAR HAS FAILED 
TO RESPOND TO TWO PRIOR TELEGRAPHIC QUERIES. THIS ORDER IS IN 
CONFORMANCE REFERENCED DEPTEL. 

SULLIVAN 

UNCLASSIFIED 

UNCLASSIFIED 
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NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA05627 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 17-0980 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740550/aaaabrzs.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: DEPTEL 031171 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 NOV 2002 by shawdg>; APPROVED <06 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ABLD: ELECTRICAL ITEMS FOR CHANCERY COMPOUND 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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